Mobil  Shower  locations. 


Subject:  Mobil  Shower  locations. 

From:  Keith  Banks  <keith.banks@lacity.org> 

Date:  5/6/20,  7:48  PM 

To:  Sarah  Bell  <sarah.bell@lacity.org> 

Hello  Sarah, 

The  first  location  is  at  Saticoy  and  Canoga  in  that  general  vicinity.  The  building  at 
7621  Canoga  Ave  is  where  homeless  people  will  soon  live.  So  it  makes  sense  to 
have  mobile  showers  close  nearby. 

The  other  location  is  near  the  police  station  in  Canoga  Park.  There  is  a  pretty 
good  homeless  population  near  Schoenborn  and  Topanga. 

There  is  also  a  large  homeless  population  at  Bassett  street  and  Canoga.  The 
address  is  21414  Bassett  St.  I  don't  know  that  this  will  work  however. 

The  other  location  is  behind  our  district  office.  19040  Vanowen  Street. 

Best  regards, 

Keith  Banks 

Winnetka  Field  Deputy 

Office  of  Councilmember  Bob  Blumenfield 

Los  Angeles  City  Council,  Third  District 

19040  Vanowen  Street,  Reseda,  CA  91335 

818.774.4330  Office  |  818.756.9179  Fax  |  blumenfield.lacitv.org 

Serving  the  San  Fernando  Valley  Communities  of  Canoga  Park,  Reseda,  Tarzana,  Winnetka,  and  Woodland  Hills. 
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